THE  COXjT  jKGK  DOMAIN. 


l. 


Main  Colley  Building.  2, 

10,  Veterinary  Hospital, 


Chemical  and  Physical  Hall.  it. 
11*  12*  13  &  14.  Barns.  15  &  Hi. 
22-  "Water  Works.  33  to  32, 


Engineering  Halt,  4.  Shops,  5.  Gas  Works.  fl&7.  Boarding;  Hally.  8.  North  Hall. 
Experimental  Buildings.  17.  Creamery,  18.  Farm  House.  10.  Sheep  Barns.  30.  Piggery. 
Dwelling  Houses,  33.  Gjmnaalura,  S4,  Coal  and  Ice  Houses.  35.  Water  Tank, 


0,  Horticultural  Hall.. 
21.  Feed  Barn. 


